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DIARY OF TRIP OVER OCEAN -l8£2 

III i VM IlilWlwY SEZy&fc&fc 

* 29 Augus t We. left Made burg on a steam boat Tor Hamburj 

The weather was pleasant, but our hearts were heavy. 

But the trip was pleasant. 

30 - Lahded in Hamburg. 11:4-5 a.m. 

31 - We bought provision in Hamburg. 

1 September In the afternoon. we went fr-om Hamburg on 

our sailboat. ‘ \ . 

2 - 3 • 00 p.m. We left Hamburg, a steamboat pulled our 
three-mast sailboat into deep water, but we could not 
sail. We had no wind, 

8:00 p.m. The steamer went back and v/e ankerd for 
the night. 

3 - 7:00 a.m. We pulled anker and had good sailing 
wind. 

6:00 p.m. A young girl got a crying spell and 
fainted from homesick. 

8:00 p.m. Anlcered Kuks Harbor and we could see 
light towers. 

4- - 4- :00 a.m. We sail again. 

. 6:00.a.m.. Vie got in the wide-open sea. All. we., 
could see was-sky and water and the sea-sickness began. 

' • ' (2 

We sailed all night. Had wind; . . ” 

5 - We had good wind and sailed all day and night. 

_o- We had good wind again and sailed all day and night 

7 ~ in the morning we had bad.weather. It was raining 
and no wind. In the afternoon we got wind again. 

10:00 p.m. Vie got into the English • channe 1. 

1:00 a.m. We sailed between England and Prance. 

8 - We had good weather and sail all day and night.. 

9 - 2:00 p.m. We got through the c T2&&!£f~\ie had good 

wind. 


10 - Friday Vie had good v/ind and sail day and night. 

11 - Saturday We had fine weather and good wind and 
sailed all night. 

12 - Sunday Was good weather and good v/ind. Sailed 

all day and night. . • 

13 - Monday Good weather- in the evening; good wind.’ . 
14- - Tuesday Good weather, but no v/ind. But sailed. 
15.- Wednesday A strong wind all'night. Stormy. 

IF - Thursday Strong wind and sailed all night. 

IT - Friday We had good wind and sailed all day and 
night. 

l8 - Saturday Was good weather, but little wind. 
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19. - Sunday • Was Rood -weather but not much wind. Rut 
sailed all day and. night. 

20 - Monday Good weather but no wind. 

21 - Tuesday Wa had gnnd wnnthnr** good v ! iod. for 3 riliny 

q.:00 a.m. We sailed, past by Ireland marchers. 

It was great big hill; if you would stand on it, it would 

Hp. ps t.houpii you. would stsricl In tlis clouds. Wo sslic’d, 

all night and it was misty weather. 

•• 22 - Wednesday We had rain all day and thunderstorms 
. and lightening and about 100 yards, the lightening 
struck in the water and very little wind. 

23 - Thursday Was good weather and good wind and sailed 
all day and night.• ' ; ' 

2Lj. - Friday Was good weather. In -the evening, strong 
wind. • 

25 - Saturday Was good weather, but little wind. 

25 - Sunday V/as good wind and good weather. 

.2? - Monday Was good weather and good wind. 

2o - Tuesday Was good wind and good weather. .. 

2T - Wednesday Was good vjeather and wind. 

- Thursday Was good weather but no wind. 
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OCTOBER 1852 

Friday Was good weather and good sailing wind. 

Saturday Was good weather and good wind. 

Sunday Was good weather, but wind still. 

Monday Was good weather, but no wind. 

Tuesday Was good weather and good wind. 

- & ~ Wednesday Was good weather, but no wind. 

7 - Thursday Was good weather, but no wind. 

_o - Friday Good weather, but not wind. 

-9 - Saturday Was good weather and good wind. 

10 - Sunday Good weather and good wind. 

11 - Monday Was good woathei- and good wind. 

T2 - Tue.sday Was good weather and good wind. 

13 r_ Wednesday. Good weather and good wind. \ 

- Thursday Good weather and good wind. 

- Friday Good weather and good wind. 

- Saturday Good weather and good wind. 

- Sunday Good weather and strong sailing wind. 

Same day 8:00 p.m'. We could see Island of San Domingo- v v 

- Monday Good weather and good wind. . . i; ■ 

r. Tuesday Good weather, but no wind. . ^ 

h Wednesday. Good weather and good wind. "■■' A'- K i-i-V 

5:00 a\!m\ We could see Cuban Islands. '• 
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22 - Friday ^Good ? W ® ather and 6 ood wind. 

23* - Saturn ov ? d weather and strong wind. 

it - Sundo^ y p G ?° d weather * but no wind. 

tfia last of cSban n ° Wind ' Al ' nooa ’ we 30an 

H Z Tuesday ‘floort'’’ 0 ' 1 ’# 01 ' “ ld sood wind - 

ir ' Good weather and ^ood wind 

~ ’ &:£>••» 22 oi? iiine -**• >' 

P n ~j* uo P*ro» We ankerd. ., 

Pulled 1 <'00pm. Pull anker and the ' 

tuned us into New Orleans Harbor. “™~ oa ’' 

' ?9 - PridaS‘ m w Landed ln Mew 0r leana. 
t?wn. y 8 ° od weath0r «nd we had Ha lk walk in 

MOVEMBEkZi flu? 0 ’ 00 P - m - " a loft »«" Orleans. “ .%? 

—4r ~ i* 1 ? 97 " ^ as S°°d weather. 

*~r *" Monday Good weather, 

Tuesday Good weather. 

.l.. Wedne3da y Good weather. 
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f~ ” £k?J sda y Good weather. . 
b - Friday Good weather. 

{ - Saturday Good weather 

o “Sunday Good weather. 

TO *" S ° nd o 7 Good weather. 5:00 

mother 6 good weatherv 
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p.m. V/e landed in St.Louis 
At noon we got on 


p.m. We left St. Louis for • 


another steamboat. 8:00 
DAVENPORT. 

yi_Wednesday Miserable weather. - - - —— 

S lg - Thursday Rain all day. 

- Friday .Good weather. 

Saturday Good weather. 

Y/r T Uttday Good weather. 

" Monday Was misery. 

IK " ^ Sda ? Awful cold weather. 

— dnoaday Evening We LANDED IN DAVENPORT in 1852. 

*!2gBL£ gL2 2B™ FR0 » ARMANI 

TO DAVENPORT, IOWA.USA 
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